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, oe in the Midlands, with good connections in the 
electrical wholesale trade, to represent manufacturers 
of space heating equipment.—Box 6186, c/o The Elec- 
trical Review. 
GENTS with established connection in London and 
South of England require additional agencies of all 
types of Domestic Appliances.—Box 6122, c/o The Elec- 
trical Review. . 
| greeter egy Engineer (35), at Present assistant to 
managing director of City engineering contractors, 
and flying to Canada on 8th Sept., wishes to contact firms 
seeking representation there. —Box 617 5, c/o The Elec- 
trical Review. 
EADING Indian industrialists, having recently acquired 
former European engineering company with well 
equipped workshops in Bombay and Madras, are desirous 
of contacting reputable British manufacturers, if un- 
represented in India, with a view to indigenously manu- 
facturing Electric Motors, Starters, Switchgear, Trans- 
formers, Generating Equipment, etc., on either _an agreed 
percentage, royalty or under licence basis. Replies in 
confidence to—Box 2342, c/o The Electrical Review. 
N ANUFACTURERS’ Agent, large connection twelve 
southern counties, Channel Islands, electrical under- 
takings and retailers, desires contact a of 
Electric Cable, Wiring Accessories and Household Equip- 
— = agene. Stockrooms, showroom, sales faree. 
he Electrical Review. 
Maxcractore tRS’ Agents, covering the whole of 
Great Britain and Colonies, are desirous of contacting 
manufacturers with a view to sole oe tights (either com- 
mission or buying).—Box 23, c/o The Electrical Review. 
N ANUFACTURING and Distributing Company, cover- 
4 ing the British Isles, and having important export 
connections, are desirous of handling additional products 
suitable for the electrical, hardware and ironmongery 
trades, preferably sole distributing rights. Substantial 
contracts will be placed for suitable lines. Reply—Box 
P.195, c/o Maurice Vernon Ltd., 2, St. Andrew's =. 
a. Victoria Street, E.C.4. 
EQUIRED, Representatives calling on garages, e n.. 
trical contractors, etc., to carry additionai lines of 
electric cable-—Box 2612, c/o The Electrical Review. 
L-known old-established firm of Manufacturers’ 
Agents, covering London, South of England, requires 
additional agencies: (1) Domestic Appliances; (2) Brass 
Accessories, Switch Plugs, etc. Advertisers have contacts 
with every wholesaler in territories mentioned. Immediate 
turnover can be giyen, commission or buying basis.— 
Box 64, c/o The Electrical Review. 


BUSINESSES FOR SALE AND WANTED 
well-established Electrical Contracting business for 
sale, 25 miles South London, mainly rural and _ in- 
dustrial. Going concern in a good class area with excellent 
goodwill, regular staff of good tradesmen. Owner retiring 
from business. —Box 6174, c/o The Electrical Review. 
UTO-Electrical and Battery Service Station Agency, 
East Yorkshire. Fully equipped, stocked and staffed. 
Flourishing and gine, Soy business, premises on rental. 
£1,750, plus s.a.v.—Box 6045, c/o The Electrical Review. 
LECTRICAL Proce and Radio Dealers and 
Repairs: also Television. Two Branches. One shop 
freehold with splendid living accommodation, the other 
on four years’ unexpired lease (with option to renew). 
Both on busy main road of Midlands town. Good clean 
stock, plant and tools and two vans. Very valuable con- 
nections. Trade, at least £12,000 per annum and increas- 
ing. Owner retiring. Apply in first instance—F.C.O 
Box 6193, c/o The Electrical Review. 
ARRS Wholesale (Midlands) Limited (in liquidation), 
Rugby and Peterborough. For sale by _Private 
Treaty, the Wholesale and Retail Electric and Radio 
business carried on by the above at Church Street, Rugby 
and Queen Street, Peterborough. Stock in trade at_cost, 
£8,732. Seven Commercial Motor Vehicles, Office Furni- 
ture, etc., together with the Leases of the very suitable 
premises occupied by the company. Full particulars may 
be obtained on application to Mr. Ronald F. Bendall, 
F.C.A., Messrs. Poppleton & Appleby, 48-50, Exchange 
Buildings, New Street, Birmingham, 2. 2627 
OR sale, an old-established Wholesale Electrical Fac- 
toring business in a large modern northern industrial 
area. This area has an extensive development programme 
and offers excellent opportunities for the expansion of the 
business. Owner retiring owing to ill-health.—Box 6164 
c/o The Electrical Review. 
ORKSHIRE. Established Electrical Engineering works 
for sale as going concern. Equipped with very modern 
machine shop, winding shop, complete with coil winding 
machines, vacuum plant, etc. Modern new welding and 
fabricating shop. Prosperous concern with a turnover of 
nearly £30,000 p.a. Very good stock of wire, insuls ye 
material, varnish, sheet metal, etc. Principals only. 
3ox 2548, c/o T he Electrical Review. 
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FRADIO/ Hlectrical Sales and Contracting business for 
sale as a going concern, in main thoroughfare Jersey, 
C.I. Good staff, agencies, stock and contracts in hand; 
turnover £18,000. Principal retiring. Shop, stores, offices, 
etc., on lease with vendor, option of renewal. £8,500.— 
Box 6166, poe The Electrical Review. 


USINESS OPPORTUNITIES 
Lecrnicat Wholesalers and Exporters require con- 
tinuous supplies of wide range of Electrical Acces- 
sories for home trade and export. Permanent business 
guaranteed.—Box 2320, c/o The Electrical Review. 
OR disposal, half share in prosperous Engineering and 
Electrical Limited Company in Manchester owning 
building. Capital required about £10,000, or might consider 
se ling outright.—Box 6165, c/o The Electrical Review. 
AT America Trade Tour: Experienced representa- 
tive, linguist, leaving September for 18 months’ selling 
tour. Manufacturers invited to discuss representation. 
Advice given on market potential. Limited number of 
first-class lines only. Highest references. Communicate— 
BM/GMGF, London, W.C.1 2517 
MANUEACTURERS of high- grade Synchronous Elec- 
tric Clocks invite enquiries from wholesale houses 
and electrical factors.—Box 91, c/o The Electrical Review. 
lines required for home trade and export. London 
Wholesalers and Exporters with agents throughout 
the world are prepared to conduct extensive advertising 
scheme to introduce new lines. Send details to—Box 
2319, c/o The Electrical Review. 
CEMCO Ltd., Fluorescent Lighting Specialists, announce 
their Agency Service to Electrical Traders and Elec- 
trical Contractors. Applicants for ‘* Selling rights ’’ of 
scemco’’ fluorescent products in their individual dis- 
tricts are invited to apply for further details. Two trade 
references must accompany initial enquiry. Applicants 
will be treated in rotation, priority being given to the 
5,000 electrical traders and contractors already on our 
mailing list. Summary of ‘‘ Scemco’’ Agency Service: 
(1) Scemco Ltd. will forward to their accredited agents 
all direct consumer orders and enquiries they receive as 
a result of the Scemco advertising media (trade press, 
local press, exhibitions, mail order); (2) Scemco accredited 
agent to receive, apart from trade discount, a cash dis- 
count of 24% and an additional agency commission of 5% 
on all sales in the allotted territory; (3) Scemco accredited 
agent to receive full benefits of the ‘* Scemco guarantee ”’ 
regarding the replacement of fittings and components; 
(4) Scemco Ltd. retain the right to nullify an agency 
agreement by one month’s notice in writing should the 
accredited agent’s services in any way prove unsatisfac- 
tory, and Scemco Ltd. agree to the accredited agent 
having the same facility. This notice inviting agency 
applicants from electrical traders and contractors will be 
closed on or before 30th July, 1947.—Scemco Ltd., 6/7, 
Soho Street, and at 18, Soho Square, London, W.1. 
Tel. Gerrard 1461/2/3. 119 


EDUCATIONAL NOTICES 
NGINEERING Careers and Qualifications. _ Both 
Government and industry have announced and 
emphasised that young men with technical knowledge 
and qualifications must receive every chance of rising to 
the highest posts within their capacity in post-war 
engineering and allied industry. Write to-day for “‘Tbe 
Engineer’s Guide to Success’’—200 courses—free—which 
gives particulars of the first- — training supplied 
by The .G.B. for the A.M.I.E.E., TK ow 
A.M.1.Mech.E., A.F.R.Ae.S., A.M IP-E., B.Sce.(Eng.), 
C. & G., ete., examinations in which T.I.G.B. home- study 
students have gained over fifty first places, 
covers careers in all branches, Electrical, 
Radio, Aeronautical, etc.—The Technological Institute = 
Great Britain, 35, Temple Bar House, London, E.C.4. 
LA TEST A.M.I.E.E. Results. In the examination held 
by the Institution of Electrical Engineers 646 can- 
didates sat who had taken B.I.E.T. courses. Of these 
620 were successful in passing the examinations. We believe 
this record of 620 successes out of 646 entrants has never 
before been approached by any oral or correspondence 
tutorial organisation, and indicates the very high efficiency 
of the modern system of technical training which we have 
laid down. The B.I.E.T. tutorial organisation is waiting 
to assist you either with a short specialist course or com- 
plete training for a recognised examination. We have 
available a large full-time staff of instructors, while the 
efficiency of our extensive organisation is a byword among 
engineers. We guarantee—* No pass—no fee.” May we 
send a copy of ** Engineering Opportunities’’? Containing 
a great deal of useful advice and detailed information on 
over 200 home-study courses and examinations, this hand- 
book is of very real value to the ambitious engineer. Our 
highly informative handbook will be sent free and without 
obligation on request.—British Institute of Engineering 
Technology (established 1927—over 200,000 students), 
12, Shakespeare House, 17, 18 & 19, 
Oxford Street, London, W.1. 


Stratford Place, 
33 
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PARTNERSHIPS 
AUTHOR required to collaborate in writing technical 
books.—Box 6177, c/o The Electrical Review. 
ARTNERSHIP. Electrical and Mechanical Engineer, 
honours degree, apprentice training, twelve years’ 
experience home and abroad, seeks opportunity join 
consulting partnership.—Box 6145, c/o The Electrical 
Review. 
QUALIFIED Electrical Engineer to take position of 
Joint Managing Director of large electrical contract- 
ing company. A period of training would be given with 
a view to applicant taking over as Managing Director. 
Investment required, £8/10,000.—Box 6194, c/o The 
Electrical Review. 


MISCELLANEOUS 
JXLUORESCENT Lighting: See our Stand No. 99 at 
the Public Works, Roads and Transport Exhibition 
at Olympia, 21st-26th July. Send for catalogues and 
complimentary ticket.—Scemco Ltd., Scemco House, 6/7 
Soho St., Oxford St., London, W.1. Gerrard 1461-2-3. 117 
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JYLUORESCENT Lighting Units for hire, with tubes, 
per week or per month. State requirements. —Mose 
Bros., 58, Goodge St., W.1. Museum 5385. 2171 
LOANS up to £200, repayable over a period of five 
years, and subject to certain qualifying conditions, 
are available (to ex-Servicemen commencing business in 
London and the Counties of Middlesex, Essex, Kent, 
Surrey, Hertford, Buckingham and Sussex) at 2% per 
annum, on provision of approved sureties. Particulars 
from the Clerk of Wilson’s Loan Trust, Guildhall House, 
Gresham Street, London, E.C.2. 2614 
EGISTER now: Business Appointments Bureau, ‘173 3, 
Strand, W.C.2. Technical & scientific staff placed. 6161 
TEEL Structures purchased, dismantled and removed. 
Industrial steel structures re-built, re-roofed and 
renovated. Steel factory yee = dismantled, re- erected 
or adapted on other sites.— an Hangars Ltd., Ter- 
—_ House, Grosvenor Gardens, London, 8.W.1. waomne 
259. 23 
A Transformer Irons. Quantity available for exchange 
for Enamel Copper Wire, 28”, 30”, 31” gauge.—Merco 
Trading Co. Ltd., 20, King Street, Glasgow, C.1. 2329 





COMPANY MEETINGS 


AUTOMATIC TELEPHONE & ELECTRIC 


Record Peace-Time Output 


HE Annual General Meeting of the Automatic Telephone 
& Electric Co. Limited will be held in Liverpool on 
16th July, 1947. 


The following is an extract from the statement by the 
Chairman, Sir Alexander Roger, K.C.I.E., circulated with 
the report and accounts :— 


Profits, including adjustments, total £440,335. The 
balance available is £238,869, from which your directors 
recommend a final dividend of 7% on the Ordinary Stock, 
making 10% for the year, plus a cash bonus of 24%, 
and a dividend of 10% on the Deferred Stock and Shares, 
plus a cash bonus of 24%, all subject to tax. In spite 
of difficulties and delays we have succeeded partially in 
our policy of providing new machinery and equipment. 


It is impossible to forecast how long the present high 
basis of prices will continue, whether they will rise 
further or whether they will go down. In our view 
there is little probability of the latter happening for 
some time to come, and it may be that we will come 
to you for powers to issue additional capital. If we do 
and I hope it will not be found necessary, it would 
probably take the form of a short term redeemable 
character. 


Expansion of Activities 


Telephone production requires little material but much 
labour, and year after year I have emphasized the 
suitability of our products for export. We have spent 
much money and great effort in expanding our activities, 
and we have substantial business on our books from some 
60 countries, of which not a small proportion comes from 
hard-currency countries. 


The year 1946 was a most difficult one. We achieved 
a large output—the largest we have ever had in peace- 
time, if 1946 could be called a year of peace—but._ it 
was in spite of immense difficulties of every kind, which 
prevented the smooth, even flow of work from raw 
material to finished product essential to a mass production 
factory such as ours. Our management right down to 
the charge-hand have worked harder, accompanied by 
more worry, than during the war. It is sad to reflect 
that a Government largely composed of men and women 
who have never had to manufacture or sell anything in 
a competitive market intervenes in every industry and 
business, disregarding successful experience which exists 
everywhere and adding immeasurably to the difficulties 
of production. ‘The one thing industry is being urged 
to do is to produce, and industry wants to produce, but 
the doctrinaire plans of our Government seem to do 
little but distract and retard. 


In this perilous period in the history of the country, 
industry, commerce and business want an end to the 
disturbances and_ frustration inherent in schemes of 
nationalisation and the spate of legislation that goes with 
it, @ gradual cancellation of controls, and every use 
made of skill, experience and willingness on the lines 
and methods which have been proved so successful in 
war and peace. The country has wasted enough time on 
experiment and there is not a minute to lose. 2588 











EDMUNDSONS ELECTRICITY CORPORATION LTD. 





(THE Rt. Hon. Lord Royden, C.H., presided at the 
50th geo dd General Meeting of the company held 
on 8rd July, 1947. 


In the course of his speech the Chairman said: ‘* In the 
fiftieth year of its life this great Corporation is facing 
ee destruction under the Electricity Nationalisation 


Certain Socialists, he went on, had seen fit to undermine 
industrial loyalties by insinuations of inefficiency and 
neglect. Now they were in power they called pharisaically 
for unity. Nationalisation of electricity, added to th« 
present burden of material shortages in the He Bag 
might well lead to another disastrous industrial breakdown. 


Achievements 


Giving details of the Corporation’s achievements, Lord 
Royden said that a great measure of tariff uniformity 
had been achieved within its area—nearly a quarter of 
England and Wales—by its six main subsidiaries and 
twelve other companies. In all they ,were serving 565,000 
consumers—three times the total in 1932—who were using 
3,536 million units—nearly ten times the 1932 figure. 
Since that year capital expenditure had increased from 
£17 million to £414 million; main supply lines had been 
built up from 5,200 to 15,500 miles; receipts from sales 
had risen from £2 million to £12 million, and the average 
domestic charge per unit had been reduced by 62% to 
1.7d. a unit. In the same period there had been a decrease 
of nearly 40% in return on capital expenditure and the 
average cost of coal had more than trebled. 


Unrelated Compensation 


Referring to compensation vag nationalisation, Lord 
Royden told his audience: “* present money value of 
Edmundsons is not reflected in the. balance sheet or Stock 
Exchange prices. Compensation, which is based on Stock 
Exchange valuation, bears progressively less relation to 
the true value of the undertaking as the months pass. 


“* According to a recent Socialist pamphlet, rural electri- 
fication is ‘ only a dream’ in England. It is impossible 
to reconcile this statement with the facts about Edmund- 
sons. I can only suppose that such remarks are made to 
create hatred among the ignorant. 


‘* Government spokesmen continually refer to co-ordinated 
research as though it were something only nationalisation 
could bring. Our research is most up-to-date and has 
a direct impact on our areas, No war-time or post-war 
increases in tariffs have taken place, despite immense rises 
in costs. Socialist speakers name such amenities as the 
fruits of nationalisation. They are hopelessly out of date. 
These ‘coming benefits’ have long been enjoyed by 
Edmundsons’ customers. The large measure of dislocation 
which will inevitably follow nationalisation—a minimum 
of two years’ delay in the new electrification plan will be 
—— a menace to the service consumers receive 
0- 


“The Architect and Inspiration ”’ 

Lord Royden concluded his speech with a tribute to 
the 12,500 men and women comprising Edmundsons’ staff. 
and to the outstanding leadership of Brig.-Gen. Wade H. 
Hayes, the Managing Director. ‘Since 1932 he has 
carried the full weight of the ome oy inherent in a 
rapidly expanding business. A great edifice has been built 
of which he was the architect and inspiration.’ 2569 
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GENERAL 
POWER UNITS 


(Motor and Engine-Driven) 


GROUP 


Works - Sales - Shipping - Repair Depts. : 
THE ELECTROPLANT CO. 
Palace of Engineering 
WEMBLEY, Middx. 

Phone: Wembley 369! (5 lines) 


Survey - Maint’ce - Hire - Inspection Depts.: 
G.P.U. Ltd. (Service Div.) 


56 Victoria Street 
LONDON, sS.W.I 
Phone: Victoria 6318 


Service Engineers available throughout the U.K. in 
collaboration with EAGLE STAR INSURANCE 














Mh 


LITHOLITE INSULATORS & 
ST. ALBANS MOULDINGS LTD 


WATFORD 


PHONE: WATFORD 4494 


ELECTRICAL REVIEW 























(Supplement) 75 


Switch tripping unit 


Angle iron and sheet steel construction, designed 
for floor mounting or wall fixing. The cabinet con- 
sists of a main battery compartment enclosed by 
steel doors with three shelves and a trickle charge 
rectifier compartment located at the top. Wood 
cabinets can be supplied if preferred. 









Trouble develops somewhere on the network : the 
fault-finding relay locates the trouble: a battery 
trips the switch. That is the system. An infallible 
system —if battery and equipment are infallibly 
reliable. 

Exide Switch Tripping equipment achieves com- 
plete reliability. Each self-contained unit comprises 
a battery of lead-acid cells, a trickle-charger, a load- 
test device and instruments from which test-readings 
can be taken under load. With this equipment in- 
stalled, you Anow the switch will trip. 


Exive 


SWITCH TRIPPING 
EQUEPMENT 


THE CHLORIDE ELECTRICAL STORAGE COMPANY LIMITED 
Stationary Battery Dept., 77 King Street, Manchester, 2 
Tel. Blackfriars 4731 
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REPETITION 
_ WORK 


__ + FOR PRICE & 
ek ~ACCURACY 


ORMOND ENGINEERING CO. LTD. Head Office and Trade Counter : Ormond House, Rosebery 
Avenue, London, E.C.I. Telephone: Terminus 2888 (6 lines); Telegrams: ‘* Ormondengi, Smith ”’ 





The King Electric Chain Pulley 
Blocks are built for continuous 
heavy duty. Three models 
are available : Minor, Major, 
and Mammoth, ranging in 
capacity from 5cwts. to 10 tons 


GEO. W. KING LTD. 


Makers of Electric Pulley Blocks, 
Cranes and Conveyors. Write for 
illustrated booklets 


P.B.Y. WORKS, HITCHIN 
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TYPE 5 GEARED MOT OR 
























Motor and final shafts in line—motor Oil seals are fitted to both motor 
located on deep, accurate spigot shaft and low speed shaft 


The $ h.p. motor can be detached from the gear box in.a 
moment. The gear box provides almost any single speed 
from 0.07 r.p.m. to 90 r.p.m. without change of dimensions, 
and transmits a torque of 25 Ibs/ft. The same 
installation plan suits all Type 25 Geared Motors, 

of any speed, voltage or winding. 





TRADE MARK 


NORMAND ELECTRICAL COMPANY LTD. 
North St., Clapham Common, London, S.W.4 


Telephone: MACaulay 3211-4 
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MOTORS & ELECTRIC CO LTD 


HAVE NOW MOVED INTO THEIR 


NEW FACTORY 


AT BIRCHGROVE 


CARDIFF 


PLEASE ADDRESS ALL CORRESPONDENCE 
TO: 
BIRCHGROVE ° CARDIFF 
Teleph : Whitch h 1691-5 
Cables: Origimotor Cardiff 
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ROTARY SWITCH 


A new, heavy-duty 30 amp. switch of robust construc- 
tion suitable for multi-circuit operations and capable 
of giving a long and trouble-free life. Can be built 
up into 1, 2,38, 4or 5-cell units providing a large range 
of contact combinations. Send for folder giving full 
particulars. 

Made by 
Austinlite Ltd. 
(Department E) 

Lighthouse Wks. 
Smethwick 
Birmingham 


Proprietors; CHANCE BROTHERS LTD 


hance. 


PRODUCT 
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HE urgent necessity for private generating @ 
plant to meet these restrictions is being Daily 
23/4 47 
———— $ 


met by production of standardised 
Diesel alternator sets of 330, 100, 75 and 65 
kVA capacity under a Ministry of Supply 
scheme, which provides for high priority 
release of the materials needed to achieve 


% SPECIALLY EARLY DELIVERY 











Reproduced by kind 
permission of the 
‘Daily Telegraph.” 
These power units are ex- 
ceptionally compact and 
comprehensive and fully in 
accordance with modern 
practice for stationary 
generating plant. 

Prices for the four sizes, 
including switchgear, etc. 





Diesel A ternator 
Set of the 330kVA 
e 











are :— 
330 kVA — £6,260 
100 kVA — £2,935 
75 kVA — £2,590 


: 65 kVA — €2,240 

2 Full details will be supplied on 
application to Dept.E.R. and hire 
purchase can be arranged if desired. 


DAVEY, DAXMAN & CO. LTD., COLCHESTER 


(ASSOCIATED WITH RUSTON & HORNSBY LTD... LINCOLN) 





by MITCHELL 


There is over 30 years of experience and experiment behind 
these first post-war models of the Mitchell Water Heater 
and the Mitchell Immersion Heater. 
Embodying the latest technique in design and production, 
they are in very great demand. Orders, however, are executed 
in strict rotation. The water container of the Mitchell Electric 
Water Heater is scientifically plated inside to give absolute purity. 
Other specially designed features<include: 
@ Robust element of chrome nickel construction for long 

life and efficiency. 
@ Easily adjusted thermostatic control. 
@ Chromium plated fittings throughout. 

There’s a ONE-YEAR guarantee with every model 


Don’t be last on the list, write for full particulars to; 


MITCHELL ELECTRIC LID 


MECO WORKS, 88-90 TENNANT ST.,BIRMINGHAM 15 Phone: Mid. 3096. Grams: “ Wizard,B’ham” 
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PORTABL 
ELECTRIC 
COOKER 








Ideal for Bungalows, Flatlets, Caravans and wherever 

kitchen space is limited. 
Will boil, grill, fry, bake, roast and toast. Easily portable 
—will accommodate two saucepans and a kettle, enabling 
a complete meal to be cooked with the minimum of 
power. Chromium plated grids for easy cleaning. 
Heavily constructed steel casing, with grey mottled 
enamel finish. Fitted with heavy 3-core flex. For AC/DC 
mains, 200/250 volts. 


Full details and terms from the manufacturers: 


G. T. WESTON LTD. 


130 VAUGHAN ROAD, HARROW, MIDDX 
HARROW 4531 BYRON 4603 








“DONOVANS 

















EARTHING CLIPS WITH SPECIAL 
BITE AND GRIP INTO TUBE OR 
ARMOURING 
Note the tongue which 
ensures perfect and per- 
manent contact. Easy to 
fix. Nuts cannot turn. All 
sizes from half to two 


inches. 
THE 


DONOVAN ELECTRICAL CO. aN 
Granville St., Birmingham I. 
















B-E-N PATENTS LTD. 
HIGH WYCOMBE 





- wr fF 6 DB 7 


ae ae a ee 








RIC 





herever 


ortable 
nabling 
lum of 
eaning. 
nottled 
AC/DC 


'D. 
DDX 
N 4603 





TD. 








AEROFLEX METER TRUNKING 


This illustration is of a two-meter 
service and emphasizes the neatness 
and safety of this standardised form 
of trunking. The system is highly 
flexible and enables any number of 











my gc PRE 5 


units to be incorporated. 


These illustrations WM 
show (left) the 
Aeroflex Fluvent high 
breaking capacity cut- 
out and (right) 
moulded components 
of the Aeroflex Meter 
Trunking system. 






Yj 
“UUMMULU lla YD 


4 PARMITER, HOPE & SUGDEN LTD. 


FLUVENT Electrical Works - Longsight - MANCHESTER 12 








dm PH7 














CABLE - SWITCHGEAR - TUBING 
ACCESSORIES 
including PROPRIETARY LINES 


ELECTRICAL FITTINGS 
FOR HOME, SHOP AND OFFICE 


DOMESTIC APPLIANCES 


Syggns’ 
LIGHTING GLASSWARE it 











Teleohone: THE WHOLESALE FITTINGS CO. LTD. — . Zssesrs: 


Bishopsgate “ Calottes, Edo, 


4356 (7 lines) 46, 50-52 COMMERCIAL STREET, LONDON, E.! London ”’ 
101 DEAN STREET 142 KING STREET 9 STATION PARADE BRISTOL 1: 
OXFORD STREET, W.1 HAMMERSMITH, W.6 BALHAM, 8.W.12 53 FROGMORE STREET 


MANCHESTER 4: 78-80 HIGH STREET 
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WHAT THE ...? 


It’s really quite simple . 

Dumb-bells and Armchairs are 
just the descriptive names for 
two of the many shapes of 


MYCALEX Mouldings now 
SY produced. 
a 


« High Dielectric Strength . Non absorptive 
a + Mechanically Stable « Metal inserts 
eee 
« Close Tolerances « Non tracking 
eo 


- Heat resisting « Low loss 














e Resistant to Fungus Growth 





Phone Cirencester 400 or send enquiries to 


MYCALEX CO. LTD., ASHCROFT RD., CIRENCESTER, Glos. 


MY 13 














Gltralite Appliances 
Manufactured especially for the Discriminating Buyer 
Srons 


EXPLORER. . 21/+ RETAIL, PLUS P.T. 
DE LUXE ; . 25/2 RETAIL, PLUS P.T. 
HEAT CONTROLLED 32/= RETAIL, PLUS P.T. 


Pires 


DUAL - RAY 2 kw. . 117/6 RETAIL, PLUS P.T. 
DE LUXE 2kw. _. 117/6 RETAIL, PLUS P.T. 


Usual Trade discounts and facilities, to the home market 








To Exporters—We can offer a comprehensive service, and unrestricted quantities 


Robson Electrical Products Ltd. 


UNION STREET, WEST BROMWICH 
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Pyocts'o" MOULDINGS ) 
FOR THE 
ELECTRICAL 


INDUSTRY 


SSF 


For current insulation and oil sealing we can 
apply specialised knowledge gained by long ex- 
perience, constant research and concentrated 
study of war-time problems. 





Let us keep your rubber technique 
up-to-date. Consult our laboratory! 


* 


EMPIRE RUBBER COMPANY 


DUNSTABLE - BEDS - Telephone: DUNSTABLE 533 
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WeSpecialise in “CONTINENTAL TYPE’ Accessories 


= 













: quote you , 

for these items, as well as for Con- 
duit tubing, Cables and Insulators. 
Lampholders in Bakelite and Brass. 






THE OVERSEAS ENGINEERING CO. LTD. 
Gables : MYCANYH 200 BISHOPSGATE, LONDON, E.C.2 Phone : BISHOPSOATE 9878 (3 tines) 








COMPOUND FOR USE IN 
HIGH TEMPERATURES ... 


“KINGSNORTH”’ Compound 
No. 318. Manufactured to 
Admiralty specification, for 
use in Loiler rooms and places 
of similar constantly hot 
conditions. Complies with 
British Standard Specification 
688 (Class V) and 803 (Type 2). 


kingsnorth 7” nn on " fis tiie ai 
Electrical Filling € Sealing ke WRITE FOR NEW CATALOGUE 


compounds ON “ KINGSNORTH "” COMPOUNDS 


BERRY WIGGINS & CO. LTD - 86 STRAND - LONDON - W.C.2. TEM. BAR 0201 




















es 
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iS must work 
ot theses thoyble 


IRE stands no trifling. It calls for swift, decisive action with 

absolutely reliable equipment. To cover this risk you buy only 
under a name that carries confidence of ultimate performance. 
So it is with emergency lighting. It is there to guard against that 
sudden darkness consequent upon interruption in the mains supply. 
Panic in a crowded building can have serious consequences. The 
perfect answer to this risk is Tudor Safetylyte. It is automatic in 
operation, instantaneous and absolutely certain. With the name 
Tudor you buy that essential confidence that the device really will 


work when the critical moment arrives. 


TUDOR 


SAFETYLYTE 








T48H/47 


THE TUDOR ACCUMULATOR CO. LIMITED, 50, GROSVENOR GARDENS, LONDON, S.W.1 
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-CONTACTUM 


SWITCHES, SWITCHPLUGS, SOCKETS, PLUGS 
CEILING SWITCHES, BELL PUSHES, ETC. 


are in great demand, but still in short supply owing 
to the difficulty of obtaining certain raw materials 


CONTACTUM LTD. 


Victoria Works, Edgware Road 
CRICKLEWOOD, LONDON, N.W.2 


1,000 Uses ror: 


BRONZE 14” ROTARY PUMPS 








== Outlet 90° 
BRAIDING Limited number only. £7. 0.0 each 
AND including Carriage and Packing. Cash 


with order. Send for list of other 


INSULATING wisest Ae 
MACHINERY 


ror euecTric | HENRY FISHER & (0. 
LTD. 


WIRES AND CABLES 

















J.B. HYDE & CO. Ltd. TITAN HOUSE 
WY THENSHAWE 
MANCHESTER THE QUADRANT, HENDON, W.W.4 
FIT ARCOLECTRIC 
TABLE LAMP 
GUNFIRE SWITCH 
T I M = ee 





QUICK MAKE AND BREAK 
WIPING CONTACT 
Write for Catalogue 250V. 2amp. 


ARCOLECTRIC (SWITCHES) L”® 
AUTOMATIC pote alga Co. Ltd. EDWIN RD., TWICKENHAM 


SWITCHES 


for Satisfaction 































THU TTRQLEEEEETE EEE 


© 


n 
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The use of modern high- 
energy magnetic materials 
gives an exceptionally 
high torque/weight ratio; 
and mechanical simpli- 
fication gives greater 
reliability, longer life. 
Full particulars of / 
range on request. {/ _ 





BALDWIN INSTRUMENT CO., LTD., 
GRAND BUILDINGS, TRAFALGAR SQ., LONDON, W.C.2 
Telephone : WH Itehall 3736. Works : DARTFORD, KENT. 





ASHTON WELDING CABLE 


As supplied to H. M. Gov- 
ernment Departments. 
Manufacture strictly tabora- 
tory controlled throughout. 


iA aie 


AERIALITE LIMITED 


2 nufacturers Q 


CABLES ,FLEXIBLES,CORDS & PLASTIC EXTRUSIONS ~STALYBRIDGE 
smeE SR: RSENS ARERR 
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IMPROVED armature & stator co. PRODUCTION 
QUIGKWAY COIL WONG (HDC) AND FORMING MACHINE 


—= 





























HIGHEST QUALITY 
COILS FOR LESS THAN 
YOU NOW PAY 





THE 


MIDLAND DYNAMO Co. Lro. 


64 BELGRAVE GATE 
LEICESTER 




















“STURDT” 


TRANSFORMERS 


For POWER & LIGHTING DISTRIBUTION 
20 VA to 20 kVA 


SINGLE-PHASE, THREE-PHASE, SCOTT CON- 
NECTED, THREE TO ONE PHASE, DOUBLE OR 
AUTO WOUND 


HIGH-REACTANCE TYPE FOR DISCHARGE 
TUBE, NEON LIGHTING, SUN RAY LAMPS 


WELDING TRANSFORMERS 


RADIO MAINS TRANSFORMERS AND CHOKES 
TO SPECIFIC REQUIREMENTS 


CHOKES FOR M.V. DISCHARGE LAMPS 
COIL WINDING TO SPECIFICATION 
QUOTATIONS BY RETURN 


REWINDS. ALL MAKES OF RADIO TRANS- 
FORMER. Normal delivery—7 days 


STURDY ELECTRIC CO. Ltd. 


DIPTON (Tel.: Dipton 221) NEWCASTLE-ON-TYNE 








C.M.CHURCHOUSE LTD. 


CLARENDON WORKS. CLARENDON CROSS.W.II 
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“MOULDINGS OF MERIT ”’ 


in large quantities 





= in 
Bakelite, Urea, 
Cellulose Acetate, 


and allied plastics. 











LEOPOLD ROAD, ANGEL ROAD, EDMONTON, LONDON, N./8.  Tel.: TOTTENHAM 1491 














90 (Supplement) ELECTRICAL REVIEW July 11, 1947 








For every requirement 
in Battery Charging 


“One Hour’’ Rapid 
Battery Charger 





3-Circuit 
Battery Charger 


Model A.1 
‘*Home ”’ Charger 





Portable High Rate 
Battery Charger 


CRYPTON 


MODERN BATTERY CHARGERS 
Write por pully lhustrated bints to :— 
CRYPTON EQUIPMENT ur 


GEORGE 6: TR E ET, BRIDGWATER Ss OeMER SE T 





Associated Companies : Lancashire Dynamo & CryptoLtd. CryptoLtd. Foster Transformers & Switchgear Ltd. 









SU 
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WHICH: WHICH 2 


You KNOW, 
customers 














¥ To follow the ‘Safety First ’’ 
fy recommendation, make sure 
your electrical leads, whether 
to Domestic Appliances or to 
Machine Tools, etc., are clearly 
defined. 


“Viskrings’’ simply slipped 
over the core-wires and/or the 
outer casing of the leads do 
the job and put an end to 
confusion or doubt. 






















@ No Tools required 
@ No rubber used 
@ Impervious to oil and petrol 

@ Indelibly printed 

@ Supplied in all colours as well as white 
@ Self-fixing 

@ Do not increase diameter of lead 








for 
PERMANENT IDENTIFICATION 
OF ELECTRIC LEADS 


A Ronee yy ee oe ee ok 2 a, ee OO ee Ge 
Woldham Road, Bromiey, Kent. 'Phone: Ravensbourne 264) 
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S.P. TRANSFORMER BUSHINGS 


By the use of a complete range of inter- 
changeable parts, standard bushings can be 


made up promptly for voltages from 600 volts 
to 88kV. 


Current ratings from 150 to 1500 amps. 


3 a batch of 33kV bushings 


ri 
‘od 


STEATITE & PORCELAIN PRODUCTS LIMITED 


Stourport on Severn, Worcs. Telephone: Stourport I11 


+ Telegrams: Steatain, Stourport. 


S.P.47 
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~ 


- + + just to emphasize 
that Electrolux Refrigeration is Si/ent. 
The most sensitive microphone cannot 
pick up a sound from an Electrolux 
Refrigerator. Why? Because Electrolux 
Refrigeration has no machinery, or mov- 
ing patts. This means freedom from 
vibration, low maintenance cost, 
absence of wear and tear, dependability. 
Electrolux ‘ built-in’ Silent Refrigerators 
which can be operated by electricity, fit 
into any kitchen plan and can be built into 
modern kitchen furniture at any height. 


Electrolux 








NY Ss S . 4 
WS" 2S 
REFRIGERATION {@ 
stcrzmenet, SET ton Beds.” ren 
Refrigerator Manufacturers Head Office . Mokers 





153/5, Regent St., W.1 




















A QUESTION @GOF RESISTAN EE 








Physical Resist ance 


— often one of the most tiresome forms. Brightray series of nickel-chromium 
Electrical sesistance, on the other hand, alloys. It will save you much trouble. 
need not be tiresome, especially if you Write for a free copy of our booklet 
investigate the propertiesofthewell-known ‘Electrical Resistance Materials.’ 


HENRY WIGGIN AND COMPANY LIMITED, WIGGIN STREET, BIRMINGHAM, 16 


4B/W/6 
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TIME SWITCHES 
HORSTMANN GEAR 
€O..LTD. 


NEWBRIDGE WORKS 
TELEPHONE — BATH — BATH 7241! 


ELECTRICAL REVIEW 
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ROTARY SELECTOR SWITCHES 
Series MRL, HD and TC 
Switches for all types of control circuits, 


transformer tapping, either on or off load and 
with ratings from | amp. to 250 amps. 


In addition to standard types, switches can be 
provided to customers’ specific requirements. 


Owing to reallocation of territories, representation 
is available in certain areas for the complete 
range of Watford Instruments industrial test 
equipment and automatic control gear. 


WATFORD INSTRUMENTS 


LOATES LANE, WATFORD, HERTS 


Telephone : Watford 3944 


ARE FULLY GUARANTEED 

















TYPE 0.H.P. AUTOMATIC WATER SYSTEM 


For Estate and Farm Water supplies and Domestic and 
Industrial purposes Supplied in capacities from575/4,240 
Imp. G.P.H for Maximum Suction Lifte up to 22’ 
Write for lists of eomplete range of GODWIN PUMPS 
and AUTOMATIC WATER SYSTEMS for Deep and 
Shallow Wells, to SOLE MANUFACTUREBS. 


H. J. GODWIN LTD. 
Xe - 2 GLOS. 


Telegrams: 
wp Bat Quening” 

















Coln 8t. yi oy 36 (3 lines) 
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FT63 





FER RAN 


FERRANTI LTD., Hollinwood, Lancs. London Office: Kern House, Kingsway, W.C.2 
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UNDERWOOD 


(ELECTRIC) 
WHOLESALE ONLY 
ALL ELECTRICAL SUPPLIES 


LTD. 


(Members of E.W.F.) 













Warehouse and Trade Counter : 
76 BOLSOVER STREET, W.1 
Offices and Showroom : 
200 GT. PORTLAND STREET, W.1 
Museum 9184 





E.L.M.A. LAMPS. CMA. CABLES.  A.S.C.M. CONDUIT AND FITTINGS 
DOMESTIC AND INDUSTRIAL APPLIANCES. CLOCKS. LIGHTING FITTINGS AND SUNDRIES 
LONDON: 


MANCHESTER : 
| DICKINSON STREET WEST 
Blackfriars 7004 






















ANY 


PATTERN 
ION | MADE 


Fi 
OR THE clECras e INDUSTRY 


PRECIS| 


Phone: SEVEN KINGS 3456 








PRECISION GEARS LTD. 


ESSEX WORKS, HIGH RD. CHADWELL HEATH 





FOR ALL 


GLASS 


FABRICATIONS 
INCLUDING 
THERMOMETERS 
MERCURY SWITCHES 
LABORATORY 
GLASSWARE, GLASS- 
METAL SEALING 
REPAIRS, Etc. 


HALL DRYSDALE 


& “EO: “Eno: 
58 COMMERCE ROAD, WOOD GREEN 
LONDON, N.22 





GRAMS: “ GLASMANIP, WOOD, LONDON” 






























40 WATT & 80 WATT 


FLUORESCENT 
LIGHTING 


Fittings Complete from Stock 
MERCURY DISCHARGE LIGHTING 
co. 


(Dept. R.) 96A, Holloway Road, London, N.7 
Telephone: North 1257 














‘“* THERMOLECTRICS LTD.” 
ELECTRIC HEATING 
PADS AND 
BLANKETS 









EXPERT 
REPAIRS 
SERVICE (ALL MAKES) 


CHAPEL WORKS, CHURCH 
ST... HAMPTON-ON-THAMES 




















47 


IES 


| | 
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ox FLUORESCENT LIGHTING 


USE THE | 


“CONSTEAD’ CONTROL UNIT 


(Made by the Concordia Transformer Co., Cardiff) 


Instantaneous Lighting without a Starter Switch. 
Easy to Instal. 

Works on Voltage Drops up to 50%. 

Noiseless, compact and self-contained. 
Guaranteed to give a perfect performance. 


FOR PARTICULARS AND TERMS APPLY TO :— 


ELCORDIA LIMITED 


(Sales Organisation for the Concordia Group) 


225 WESTMINSTER BRIDGE ROAD, LONDON, S.E.I 
TELEPHONE: WATERLOO 5502/3 













































The insulating value of used transformer and 
switch oils by one passage through the Meta- 
filter is raised to a higher breakdown voltage 
than the new oil. 

The plant is purely mechanical and extremely 
simple in operation. 


METAFILTRATIO, 


THE METAFILTRATION CO. LIMITED, BELGRAVE ROAD, HOUNSLOW, MIDDLESEX 


EN 





Capacities from 20 gallons 
to 1,000 gallons per hour. 








Phone : Hounslow 1121/2/3 © 
Grams : Metafilter Hounslow 









RAL“ NE WEEE DD 
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GEAR 




















Complete Control Gear 


Moss Lane ALTRINCHAM 
Telephone : Altrincham 2694:5/6 


for all types of Cranes 


EDWARD HOLME & CO (1931) LTD 





~heshire. 


Telegrams : ** Contact, ’? Altrincham 


























“Look at my 
assembly - 


“42.1 can digest 
most things in 
metal-that's why I 
am called ‘A man 
of many parts.’ 
Send me your re- 
quirements.”’ 
Components and Assem- 
blies in Orop — 
Hot Brass Stamping 
= taal and Press- 


Serine and Wirework. 

Special Wrenches and Tools. 

Auto, Capstan and General 
Machine Work. 


"inketae ren SOUS pag Steve 


BEVERLEY WORKS, ALMA ST. BIRMINGHAM, 6. 
De Higrtna 


SLUE-PRINT OR PATTERN 





ans 
YOUR MEQUIREMENTS TO & ss, ES 


8. & U. 








\ 
ew TRUSTFUL” 
PRODUCTS 


Shortly to be released 


@ TRUSTFUL “SELECTRA” 
ELECTRIC FOOT WARMER 


@ The New TRUSTFUL Fully 
Automatic, Thermostat- 
Controlled ELECTRIC IRON 


@ The 
TRUSTFUL ‘*DE-FROSTA ”’ 
Anti-Freezing Device for 
Tanks and Cisterns 


Have you received details of our 
Distributors “ Exclusive Bonus ’’ 
Policy ? 


TRUSTFUL PRODUCTS LTD. 


100 ST. MARTIN’S LANE 
LONDON, W.C.2 
Telephone : TEMple Bar 0691/2 















go E-R.12 
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EFFICIENT 
BATTERY 


TYPE E.. ¥378/t. The 
‘HOME’ charger that every 
motorist should have in his 
garage for immediate connection to 
his battery. For charging 2, 6 or 12 
volt batteries. Charging rate approxi- 
mately 1.5 amps. Consumption ap- 
proximately 40 watts. Mains 200/250 
volts. Dimensions 6” x 6” x 3%”. 





fa 














TYPE E. 162/2 is ideal for 
charging 6 or 12 volt car starter 
batteries. The most convenient 
unit for overnight charging. 
Compact and portable. Charg- 
ing rate 6 or 4.5 amps. approx. 
Consumption 150 watts approx. Mains 
100/120 or 200/250 volts. Dimensions 
16” x 74” x 64”. 











TYPE E. 1377/2. A general purpose 
charger for all garages and motor 
agents, transport operators and truck 
fleet owners. For charging 6, 12 


REVIEW 


{ Cos} 
S 
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CHARGIN G 


or 24 volt batteries. Approx. 
charging rate 6 or 12 amps. 
Consumption 600 watts 
approx. Mains 100/250 volts. 
Dimensions 173” x 10” x 8”. 


TYPE E. 1373/1. A heavy- 
duty battery charger de- 
signed specially for large 
garages and service stations. 
The most efficient equipment 
available for charging batter- 
ies of 6 to 72 volts at 3 to 15S amps. Con- 
sumption 1,160 watts approx. Mains 
100/250volts. Dimensions 16”x 16”x 16”. 


DELIVERY FROM STOCK FROM 
YOUR WHOLESALER 








| This emblem, which appears on all 
Philips equipment, is a symbol of 
efficiency and quality. The world- 
wide reputation of Philips electrical 
products, which is based on the ut- 
most efficiency in design, construc- 
tion and performance, has once 
again been proved in this new range. 








Write for illustrated brochure DE.809 to :— 


PHILIPS 


INDUSTRIAL 


(PHILIPS LAMPS LIMITED) 


CENTURY HOUSE, SHAFTESBURY AVENUE, LONDON, W.C.2 
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WANTAGE EC 
WiKE MM AR 





WITH 


(rompton 


V.01R. CABLE 


CROMPTON PARKINSON LIMITED, ELECTRA HOUSE, VICTORIA EMBANKMENT, LONDON, W.C.2. 
Telephone: TEMple Bar 5911 Telegrams: Crompark, Estrand, London 





947 
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FRACTIONAL H.P. MOTORS 


ee @ 4 
6 a3 2 4.P. Cont. 
Strictly in accordance with British 
Standard Specification 
SPLIT-PHASE CAPACITOR 
3-PHASE INDUCTION 
SYNCHRONOUS I & 3 Ph. 


All Normal 
Voltages and 
Frequencies 


















PLAIN OR BALL 
BEARINGS 





WE ARE MANUFACTURERS 
OF A.C. OR D.C. MACHINES 
UP TO 10 H.P. FOR SPECIAL 


THE MELSON ENGINEERING (0. LTD, APPLICATIONS, AND ALL 


NETHERFIELD WORKS, NELSON, LANcs, |YPES OF TRANSFORMERS 
Telephone 1545/6. Telegrams 1545 UP TO 50 kVA 














HEATING. meee 
ELEMENTS Rost” 
‘GEO. BRAY £& CO. LTD. LEEDS 2 


Mel, jele), Mela tle each UN, lem ieee, (ch mme Vo her mien 
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APPLIANCES AND 
LIGHTING 
EQUIPMENT 


Here are examples of 
what quantity produc- 
tion and new manufac- 
turing methods achieve 
for the famous Hawkins 
Supreme Products. 


New Aluminium 
Kettle, 4 pint—1250 


watt immersion ele- 
ment. Cat. No. LGH 
700. 


Hair Dryer, known 
the world over. Cat. 
No. LGH 95722. 


New Electric Reflec- 
tor Fire, 1000 watt— 
adjustable. Cat. No. 
LGH 113. 


New Clip-on Bed 
Light with switch con- 
trol — attractive ivory 
finish with red or green 
candle. Cat. No. LGH 
318. 


Mirror Halo Bowl 
Pendant, |8”’ diameter. 
Cat. No. LGH 269285. 


New Electric} Fan, 
adjustable for desk, 
table or wall bracket 
—guard and blades 
beautifully finished in 
cream with the stand 
in either red or green. 
Cat. No. LGH 920. 


Prices on application. 


L. . & CO. 
tre, 93 os Drury LANE, 

Lonpbon, W.C.2. Telephone 
Temple Bar 5811. 
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Trade Mark: 
SANTON 





ON E rotary switch 


will take care of 





=) F X tappings 


| Rotary Switches up to 660v: 180a: 6 positions 
| SANTON L?:NEWPORT 14, Mon. 73} 


| 9271 




















Pressed Steel Tanks by 


BRAITHWAITE 


& CO ENGINEERS LTD 
KINGS HOUSE HAYMARKET S.W.1 


Telephone: WH Itehall 3993 Telegrams : Bromkirk-Phone 























WIRE 
BUARDS 
HANDLES 
BASKETS 








BALSALL HEATH WIREWORKS 
Grams 


: Phone: 
‘Wiring, Bham’ BIRMINGHAM 12 caithorpe 1733 

















ee ee ee 
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OXFORD 
CIRCUS 4 


a ; 
PAX FORD “eTREET % 


PICCADILLY 
CIRCUS 
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Accent on OT: ty 


7 





MOTORS | Ml SIGNALS 


Fractional H.P. and Geared Motor : p Industrial & Marine Warn 


; Is. Ind b| 
Units; Synchronous Motors ng Signals. Indispensable 

to safety and efficiency 
Unlimited range. Unique features cae end aieki. Tyea 


25 years’ leadership to meet all conditions 


KLAXON, LTD., 201, Holland Park Avenue, London, W. II. 


It’s quicker with a— 


QUIKAVAC 


VACUUM CLEANER 


£9 -0-0 Plus Purchase Tax 


All enquiries to manufacturers— 


NASH ELECTRICAL CO. LTO. 
82 SNOW HILL, BIRMINGHAM 4 


LARGE or small 


Electrical Instruments and Radio 
Chassis Assembly, Wiring and final 
test. Any quantity | to 10,000 
bso don nee Pod efficiently executed. Fully 


quires | for your equipped for speed and accuracy 
particular require- 


* ments will h : 
pecial | fret| || EDWARD A. PORRITT 
= Ml " 13 & 27 Wastdale Road, Forest Hill 
THE HARBORO’ RUBBER CO. LTD. MARKET HARBOROUGH LONDON, S.E.23. Phone: Forest Hill 1292 
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Tested performance and 
; : 
a Renold Chain Drives, the most durable and versatile power 
prove economy transmission medium, have an efficiency of 98$%, certified by 
National Physical Laboratory test; on total cost per year of 
service they are lower than any other drive, a fact proved by 
installations now in service for 10, 15, 20 years. 












= 

Ammeter readings proved that transmission losses 
were cut by over 10%, after original drives from oil 

o engines to dynamos and water pumps on this instal 
lation had been replaced by Renold Chain Drives. 

. 

4 

> 

U 

) 

y 

y 










: ~=A Transmission and Conveying Chains, Wheels, and Accessories for all mechanical purposes 
| @ectc THE RENOLD & COVENTRY CHAIN COMPANY LIMITED - MANCHESTER - ENGLAND 
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ELECTRIC CONTROL 


D.c. MOTOR STARTERS AUTOMATIC STARTERS AC. & D.C. 
STARTER REGULATORS OIL IMMERSED CONTACTOR STARTERS 
SHUNT REGULATORS ACROSS LINE CONTACTOR STARTERS 
“RIBOHM” GRID RESISTANCES CONTACTOR SWITCHES, PUSHES, ETC. 


(Head Office) 
WILLIAM GEIPEL LTD. 


156-170 BERMONDSEY STREET 
Telephone: Hop 0594 (3 lines) 








LONDON, S.E.1 

















TURNED PARTS 























Ferrous 
andNon- 
Ferrous 





Y 


BOLTS AND SETSCREWS 

NUTS, STUDS, ETC. 
STANDARD SIZES FROM STOCK 

For instrument work, domestic and 

industrial apparatus and power control TORMO LTD. 


plant. Standard switches available or 








designed to any individual requirement. ENDERSLEIGH GARDENS, WATFORD WAY 
Write for catalogue or technical advice. HEDOR LONDON & W 4 
9 9 e @ 
THE MERCURY SWITCH MANUFACTURING CO. LTD. Telegrams: ‘‘ FRAMING, HEND, LONDON ”* 
que WEST DRAYTON : MIDDLESEX aeeeeneee Telephone: HENDON 7446-7 























~ Stvip Light 


REFLECTOR 





HIGHLY POLISHED. 
WIRED READY FOR USE. 


LIST No. 190 FOR 221mm. (8gin.) LAMPS 
LIST No. 191 FOR 284mm. (11fin.) 99 


fejey : : 
IG og UR GSEDRY ons, tiNosoURy ne 
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New Era 





Electrica 


WHOLESALE Accessori 
AND 
EXPORT ONLY 





London Office: 7 MADDOX ST. REGENT ST. W.1 @ Tel: MAYfair 4068-9 @ Works: Aylesbury, Bucks 


ae 
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MeKECHNIE 
metal technique 


ensures uniform composition of metal, metal- 
lurgically controlled to exacting standards, 
supplied in the most convenient form. The 
McKechnie range of non-ferrous ingots covers 
the needs of the foundry, and conforms to 
B.S.I. requirements. Gun-metal—Phosphor 
Bronze — Aluminium Bronze — Manganese 
Bronze—Brass—Antifriction Metal. 

McKechnie Brothers Ltd., Rotton Park St., Birmingham 16 

Phone : Edgbaston 3581 (7 lines) 


Branches : LONDON—62 Brook St., W.1. Phone: Mayfair 6182/3/4. 
LEEDS—Prudential Buildings, Park Row. Phone: Leeds 23044. 
MANCHESTER—509/513 Corn Exchange Buildings, 4. Phone: 
Blackfriars 5094. NEWCASTLE-ON-TYNE-—90 Pilgrim Street. 
Phone: Newcastle 22718 


aa aS 
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We specialise in difficulties and are most contented when 






tackling a Job that other people have dismissed as impos- 
sible. The next time you have a pressing, spinning or 
stamping problem ...areally tricky one... may we help? 

Remember . . . we are specialists in every type of pressing, 
stamping, spinning, sheet metal, capstan and automatic 


work for the LIGHT ENGINEERING INDUSTRIES. 


Hassett He per Lid 


On M.O,S., and ADMIRALTY Lists 
REGENT PLACE BIRMINGHAM: 1 


RP.709B. 








ASSOCIATED 
PUMPS 


LTD. 


ALL PURPOSES 
DOMESTIC & 
INDUSTRIAL 


73-77 Britannia Rd. 
Fulham 
LONDON, 8.W.6 


LEONARD HEYS LTD. 


(Wholesale and Export only) 
IMMERSION HEATERS 
BURGLAR ALARMS 
The above are available for EXPORT and 
in limited quantities for the HOME Market. 
Additionally for the HOME Market ONLY 
we can offer CENTURION WOOD BLOCKS 
and a unique range of ELECTRICAL 
ACCESSORIES. 


Contractors are invited to send their names for inclusion 
on our Mailing List. 


FARADAY HOUSE, HENRY ST., BLACKPOOL 
ya es, ae 




























a 


eS ae a 


17 





when 


mpos- 
ng or 
Ip? 

ssing, 


matic 


709B. 
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the 


SURREY, 


%* As selected for the “ Britain 
Can Make It’? Exhibition and 
exhibited at the British Industries 


Fair, Birmingham. 


Chosen by the Selection Committee of the Council of 
Industrial Design for its artistic merit and approved 
by the Panel of Technical Adjudicators for its technical 
advantages, the Surrey Micro-Break Switch attracted 
a considerable amount of attention at the “ Britain 
Can Make It’’ and B.I.F. Exhibitions. Smooth, modern 
lines of the moulded plastic exterior, complete 
absence of projections, easy action and good appear- 
ance receive full consideration. An even greater 
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and construction which includes, in combination, a 
real micro-break, silver-alloy contacts, whose speed 
of make and break is independent of the operator, 
and a creepage distance of nearly $ inch ; this com- 
bination gives an almost unlimited life of trouble-free 
service. In addition to this the switch and plate can 
be mounted square and flush on the wall irrespective 
of errors in the setting. There are other advantages 
not so apparent and you are invited to write for 
further details to :-— 











step forward in design is noticed in the mechanism 


THE GENERAL ACCESSORIES CO. LTD. 
\ TELEPHONE: MAYFAIR 5543 (5 lines) 





21, BRUTON STREET 


* LONDON ° W.1 














Photograph showing De Laval installation in Southwick “‘ A’’ Power Station of the 
Brighton Corporation reproduced by permission of H. Price-Fones, Esq., M.Eng., 
M.Inst.C.E., M.I.E.E., Chief Engineer. 


As surely as lubrication is the chief protector of your turbines, 
De Laval centrifugal equipment is the trusted guardian of lubri- 
cation. De Laval high efficiency and throughout capacity are 
constant, and independent of the accumulation of sludge and 
solids in the bowl. No other purifying method can reduce 
the water content to the same degree. 





ALFA-LAVAL CO. LTD., GREAT WEST ROAD, BRENTFORD, MIDDLESEX. Ealing 0116 (P.B.X.) 





Smee’s DLg9 
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54 ins. high, 32 ins. wide 
5 68 ft. fine flex supplied 
j » Retail price 44/- plus 
2/6 duty 
(General trade discount) 
Delivery in rotation 
12 months’ guarantee 





BRITISH ASTRAL GLOBE ELECTRIC CIGARETTE LIGHTER 


Made from superior plastics in black or assorted colours 


Manufactured by BRITISH ASTRAL CO. LTD. 
Sole Distributors and Exporters : 


BROOKS & BOHM LTD., 90 VICTORIA STREET, S.W.1. Tel.: VIE 1441/9550 


Belfast Office : Ulster Bank Chambers, 4/6 Ann Street, Belfast. Tel. 2447 


A.C. MAINS ONLY, 50 Cycles, 200-250 V. 
Designed to operate when tilted in any direction 
It is a novelty ¢ It is economical 
le is the cheapest of all Cigarette Lighters 


Also range of many other electrical 
appliances, fires, irons, toasters, etc. 














THE 
9 “FLUXITE QUINS” 
AT WORK 
“* No time for larking 
about 
Cos hee that old round- 


awed ol, “I'm all 


I’m oni trying her 
out.” 





For all SOLDERING work—you need FLU XITE— 
the paste flux—with which even dirty metals are 
soldered and “ tinned.” For the jointing of lead 
—without solder and the “ running’ of white 
metal bearings—without “‘ tinning’’ the bearing. 
It is suitable for ALL METALS—excepting 
ALUMINIUM—and can be used with safety on 
ELECTRICAL and other sensitive apparatus. 
With FLU XITE joints can be ‘‘ wiped ”’ success- 
fully that are impossible by any other method. 

Used for over 30 years in Government works and 
by leading Engineers and Manufacturers. OF 
ALL IRONMONGERS in tins—!0d., 1/6 and 3/- 
The “FLUXITE GUN” puts FLUXITE where you 
want it by a simple pressure. Price 1/6 or filled 2/6 














FLUXITE 


SIMPLIFIES ALL SOLDERING 








Write for Leaflets on Case-Hardening Steel and Tempering Tools 
with FLUXITE, also on *' Wiped” joints. Price 1d. each. 
FLU XITE LTD. (Dept. R.E.), Bermondsey St., S.E.1 











STEWART TRANSFORMERS LTD. 





We manufacture 
H.T. & LIGHTING TRANSFORMERS 
& CHOKES FOR ALL PURPOSES UP 
TO 15 K.V.A. 


CHOKES FOR FLUORESCENT 
LIGHTING EQUIPMENT 





1037 FINCHLEY ROAD, N.W.II 
Phone: Speedwell 3000 




















No. 6594 6” Diameter Rooflight 

Flush fitting with hinged front. 

Supplied with or without switch 
as required 


WILLIAM 


McGEOCH & CO. LID. 


Warwick Works, 46 Coventry Road 


BIRMINGHAM 10 
also GLASGOW and LONDON 














USE 


mo : NMEF 


— for speedy and 
economical production ¢ 





Send us your enquiries 


| /_MONMER FOUNDRY LTD. 
| §T. ANNES ROAD, WILLENHALL, STAFFS 
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POWER PLANT 
STEAM TURBINE 
STEAM ENGINE anp 
DIESEL ENGINE 
GENERATING SETS 


to meet all industrial requirements 
A typical installation of each type of plant 
is shown in the accompanying illustrations 
SPECIALISTS IN COMPLETE 
POWER PLANT INSTALLATIONS 





ILLUSTRATIONS. 
(Top) 2,000 kW Allen back- 
pressure turbo-alternator 
supplying power and pro- 
cess steam at a Beet Sugar 

Factory. 
(Centre) Three 75 kW 
Allen steam engine gener- 
ating sets providing power 
and heating steam at a 

Hospital. 
(Bottom) One of two 
8-cylinder, 355 b.h.p. Allen 
Diesel engines driving 
alternators at an_elec- 

tricity supply station. 


A731 /47 


BEDFORD 
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is to get the best. An Electrical Product without a reliable 
element is a very bad advertisement for its Manufacturer. 


We guarantee our Elements. We do more. All the 
reputation, experience and knowledge that go with the name 
Stokes, go into the elements we manufacture. 

Although we cannot yet supply the Trade to the extent we 
would wish, we can, and do, invite you to discuss your future 
requirements with us now. 


* 
Telephone : Croydon 2218-9 \ | 0) K F .' 


c 
POVOON-sunney 


—————— 
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Susing Sacilities 


| ENGLISH 
ELECTRIC | 
INDICATING | 

2 ENGLISH 
ELECTRIC 
“R” TYPE 


3 SIEMEN’S 
509 v. D. C. 
TRACTION 

4SLYDLO 


K 
REWIRABLE 
FUSE LINK 


SIMPLIFIED 
ADAPTABILITY 


The larger sizes in the New SLYDLOK Fuse 
range provide four alternative degrees of 
protection, from 250ACDC3, using the 
standard SLYDLOK rewirable Fuselink (at 
the cost of a fuse wire,) to 500ACDC4, 
using one of three proprietary makes of 
H.R.C. cartridges, as sketched above, all 
without change of holder. 

Lower, but not higher, rated cartridges may 
be inserted in each respective size fuseholder 
and, equally important, neither can be inserted 
or used in the base without the other. 


EXCLUSIVE TO THE NEW 


~ “4 


The fuse you will 
eventually use 


cowano [pfileox 
& 


Co. Ltd. 


Sharston Road, Wythenshawe, Manchester. 
dm E.W. 13 
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The Macrome Treatment is applied to cutting 

tools to give them additional resistance to 

wear and fatigue. 

Users confirm that Macrome ‘Treated Tools 

give a considerably higher average output 

per regrind and per tool. 

This higher average output means big savings 

in tools, time, labour and cost per unit. 

You can take advantage of these economies by: 

(1) Sending your own cutting tools to us for 
Macrome Treatment. 

(2) Buying direct from us already Macrome 
Treated Tools. 


Please quote Dept. C. for all enquiries or orders. 
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blectrie Hammers ltd 


AGENTS THROUGHOUT THE UNITED KINGDOM 


REVIEW 1947 


July 11, 






Don't let ‘em do it! chafing instead of chasing: 


dithering instead of drilling; cussing instead of 


cutting away. Don't let “em do it! . . . wasting 








valuable man-hours. It can all be done so much 


more effectively with a KANGO Electric Hammer. 





You remember what it does, of course? .. . hacking, 
plugging, bush hammering, chase cutting, drilling, 
tamping or vibrating concrete mix, de-scaling 


furnaces, boilers and tanks—amongst many things. 


Who uses KANGO Electric Hammers? Builders, heating 





’ 
engineers, electricians, shop fitters, contractors— 


amongst many people. 


“PHONE LIBERTY 4253-5 
EN FACTORY ESTATE - LOMBARD ROAD - LONDON - S.W. 19 































All makers and dealers 
in electrical equipment, 
service engineers and 
repairers need this 
portable Flash Tester. 

Detects faults atc 500 to 
3.000 volts. 

Send for interesting leaflet 
Q 53. “All about Flash 

Testing.’ 





BAKELITE- 
ERINOID 


TO ANY TURNINGS 


SPECIFICATION 


FREDERICK W. EVANS LTD. 


PLASTIC WORKS 


LONG ACRE, BIRMINGHAM 7 


TELEPHONE: EAS 1286 & 1287 












COMMUTATOR 
SECTIONS AND 
SHAPED INSULATORS 














RELAYS 


for A.C. and D.C. 


Multiple-contact heavy-duty 


Relays, sensitive Relays, 
measuring and impulse 
Relays, mercury switch 


4 Relays, time delay Relays, 
photo-electric Relays. 


Ask for leaflets RE/ER 


LONDEX LTD 


207 ANERLEY ROAD» $.£.20 









SYDoeur 
258-9 





LONDON. 

















